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Message Text 


CONFIDENTIAL POSS DUPE 

PAGE 01 JAKART 02857 0304I4Z 

22-11 

ACTION EA-06 

INEO OCT-OI SS-I4 ISO-00 NSC-05 NSCE-00 PM-03 SP-02 CIAE-00 

DODE-00 INR-05 PRS-OI /037 W 

098701 

R 030240Z MAR 76 
EM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC 3000 
INEO CINCPAC 

CONEIDENTIAL JAKARTA 2857 

LIMDIS 

CINCPAC EOR POLAD PASS TO ASST SEC HABIB 

E.O. 1 1652: GDS 

TAGS: PEOR, ID, US 

SUBJ: DEMARCHES TO GOI 

I WISH TO ALERT THE DEPT TO PACT THAT ILL HEALTH OF 
FIVE SENIOR GOI OFPICIALS WILL EOR IMMEDIATE PUTURE MAKE IT 
EXTREMELY DIPPICULT TO MAKE DEMARCHES AT HIGH LEVEL OR TO 
OBTAIN DECISIONS BY TOP GOI LEADERSHIP. AS WE UNDERSTAND 
SITUATION: 

A) PRESIDENT SUHARTO IS STILL ON REDUCED WORK SCHEDULE 
AS RESULT OP HIS GALL BLADDER OPERATION IN LATE 1975; 

B) PONMIN ADAM MALIK HAS SOME PORM OF JAUNDICE WHICH 
WILLREQUIRE AT LEAST TWO WEEKS AND PERHAPS POUR WEEKS 
COMPLETE REST (MALIK MAY DISOBEY DOCTOR'S ORDERS TO MEET 
WITH ROK PONMIN WHEN LATTER VISITS MARCH 8-10, BUT HE IS NOT 
EXPECTED TO BE ACTIVE OTHERWISE). 

C) PLANNING MINISTER WIDJOJO WAS RECENTLY CARRIED OUT OP 
MINISTERIAL MEETING HAVING COLLAPSED, APPARENTLY FROM FATIGUE. 
HE ATTENDED ASEAN SUMMIT BUT BECAME ILL AGAIN UPON HIS RETURN. 

D) ALI MURTOPO IS SCHEDULED TO HAVE GALL BLADDER REMOVED 
WITHIN WEEK, USING SAME TEAM OP DOCTORS AS OPERATED ON 
PRESIDENT. 

E) BAPPENAS (PLANNING AGENCY) VICE CHIEP SALEH APPIP 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 JAKART 02857 030414Z 

RECEIVED SERIOUS ELECTRIC SHOCK IN ACCIDENT, ELECTROCARDIO- 
GRAMS HAVE NOT BEEN SATISFACTORY (HE HAS HISTORY OP HEART 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


TROUBLE), AND HE HAS BEEN FORBIDDEN WORK FOR AT LEAST TWO 
WEEKS. 

NEWSOM 


CONFIDENTIAL 


NNN 
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